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05 December 1996 

The Film and Video Labelling Body Inc. 

DIVO Trust Board 

I.V. Drug Use - Harm Minimilisation & Disease 
Prevention 

I.V. Drug Use - Harm Minimalisation and Disease 
Prevention 

Not Stated 

Not Stated 

Not Applicable 

Not Applicable 

Video Recording VHS/PAL 

New Zealand 

English 


Components of film originally examined: 


Feature: I.V. Drug Use Harm Minimilisation & Disease Running time: 20.42 

Prevention 

Trailers: Disclaimer Notice Running time: 0.16 

Disclaimer Notice 0.19 

Disclaimer Notice 0.12 

Disclaimer Notice 0.12 

Blank Screen Component 0.06 

Total Running time: 21.47 


Excision/Alteration: No. 


Reasons(s) for Excision: 

Not Applicable. 
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Classification Decision: 


Objectionable except if the availability of the publication is restricted to clients and staff 
of agencies acting as authorised representatives for the sale or supply of needles or 
syringes in accordance with the Health (Needles and Syringes) Regulations 1987, 
approved by the Director-General of Health; and clients and staff of clinics and places 
where controlled drugs may be prescribed, administered or supplied for the purpose of 
treating persons dependent on controlled drugs as these are specified in the Gazette 
by notice, pursuant to s24(5) of the Misuse of Drugs Act 1975 
and 

If the availability of the publication is restricted to persons who have attained the age of 
18 years. 


Display conditions: 

Nil. 


Descriptive Note: 

Nil. 


• • 

Direction to issue a label has been given on 25 November 1996 


• • 

SUMMARY OF THE REASONS FOR DECISION: 
Not Applicable. 
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